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BILL NO. 


S-77-11- 


SPECIAL ORDINANCE NO. S- 


^7/-77 


AN ORDINANCE approving a blanket purchase 
order for materials for the Water Main¬ 
tenance and Service Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That the contract dated October 31, 1977, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works and Cooper Distributing Co., Inc., City 
Utilities Purchase Order No. 9364, for a blanket order for fire 
hydrants requirements for 1978, all for a estimated maximum cost 
of $48,600.00 to be charged against Water Maintenance and Service 
Department as the supplies are needed, which said purchase order 
is on file in the Office of the Department of Purchasing and is 
by reference incorporated herein, made a part hereof and is hereby 
in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the. Mayor. 




approved AS TO FORM 







Read the first time in full and on motion by 


seconded by 


~"'34-d. ■>— and duly adopted, read the second time by title and referred to the 


Committee on 


_(and-Thre-€tty-^4an .Commission for 




h,. 


recommen'dation) and Public Hearing to be held after due legal notice, at the Council Chambers, 

City-County"StnldlngT^ort Wayne, Indiana, on_, the_^day 

of_ —- 19__ at_o'clog^ ^ M . ,E.S .T,. 


DATE: 


ZL3::ZZI2 




CITY CLERK 


Read the third time in full and on motion by _ 


seconded by C, 


, and duly adopted, placed on its passage. 


PASSED by the following vote; 


TOTAL VOTES 


-X. 


NAYS 


ABSTAINED 


ABSENT TO-WIT: 


HINGA 


HUNTER 

MOSES 
NUCKOLS 
SCHMIDT, D. 

SCKVimT, V. 

STIER 

TALARICO 

DATE: 




-/J- y p 


-t 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(ZONINGAIA-P) ( ph’) : (ANNEXATION) ' (SPECIAL) (APPROPRIATION) ORDINANCE 

day of 19-^^ 

ATTEST: (SEAL) 




Residing officer 


CITY CLB:^>^y:^ : a - 

Presented By me to the Mayor of the City of Fort Wayne, Indiana, on the 
day of , 19-^?. at the hour of // ^^^"^o'cloc] 


/ c/ 



Approved and signed by me this 
at the hour of / .' O o 'clock 


CITY CLERK 


M. ,E.S.T. 





MAYOR 
































































































Bill Ko. 


S-77-11-45 


/ 

■P 


SZPORT 0? TKS- COliMITTEE. ON CITY UTILITIES 


w-> ConaaiCtaa os __ 


City UtiUttes 


to whom was referred ah Ordinance 


;^ppr 0 vi'nq'-a blanket purchase order for materials for, .th e W ater , 'Maint . p . aa a. c a. 
and' Service Department_ ' ___:- 


X. 




JAMES S. STIER 
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Memorandum 

To H. P. Wehrenberq, Board of Works _ 

Prom Ruth Winget, Purchasing Department 


Dal« October 31. 1977 


Subiecfc Bid Reference No. 447 , 150 F!re Hydrants (1978 Requirements) 


R. Walker 
B. Drew 
V. Sheldon 


Attached are documents relating to the subject bid and Purchase 
Order No. B-9364. ^ - 

It is recommended by the Water Maintenance & Service Dept, and 
Purchasing that the Cooper Distributing Co, bid be accepted. 

Offerings were submitted as shown on the attached tabulation. 


The Treaty Company bid includes the following statement: 


"Note: Our prices firm through April 1, 1978. Subject to 
re-negotiation after this date. 

Prices on parts are those in effect at time of shipment. 
_ Delivery: 12-16 weeks after receipt of order." 


The bid invitation required Guaranteed firm price for the period 
Jan. 1, 1978 through Dec. 31, 1978. 

Subsequent to the bid opening the Treaty representative stated that 
Purchasing misconstrued their bid statement, that Treaty intended only 
that they would need a blanket order for the full 1978 hydrant requirements. 
Treaty insists that their bid does not mean what it very clearly says 
(see' page ^ of 7^ in the Treaty bid documents), and submitted two (2) 
letters in support of their contention (see attachment) hereto. However, 
it Is considered improper to accept these after the bid opening. 

Attached are the following documents in support of the recommendation 
for acceptance of Cooper Distributing Co., Inc. bid: 

1. Copy of tab sheet. 

2. All vendors bids, 

3. Purchase Order B-9364. 

4. Copy of bid mailing list. 

It is urged that, in referring this bid to the City Council for 
enactment of an ordinance, that all of the attached items, together with 
this memorandum (or copies), be included with the proposed ordinance. 


Please make sure that no confirming Purchase Order Number is given 
to Cooper Distributing Co., Inc. until evidence of Council approval is 
furnished to the Purchasing Department. 

r7 a. Winget Q 


A. C. Lord 


Approved: 













Bid Raf- No. 447 

Date Oct. 19, 1977 at 11:00A.M. 

Product, Hytr-antt; 

W.M. & S. 

150 Fire Hydrants 

Add or Deduct for each 
^^p^^riations in trend 

Percentage of 
Discount from 
Including part 




-K-5t-.' -- 

Cooper Distributing Co. ^ 
.3205 N. Wells St. O^, o./C. 


^~p 

V / /, ^ 

Treaty Company ^o^^foCa^ 

4020 Wells Street ^ 

€>.Ar. p % 




Midwest Uti1ity 

P.O. BOX 29156 

Cumberland. Ind. 




Kennedy Vale 

1021 East Water Street 

Post Office Box 931 ^K- 

E1 ml,ra ,.., Maw.. York f 4902 ' 


/,/<p 


American Cast Iron Pipe 

2711 W. 183rd Street/^^^^gz^ife^ 
Homewood, 111 inois 60430i^i^,^^ 

-rrr:^ 



Clow Corporation /^//? 

5!59l U.S. 31 North 

South Bend, Indiana — -- 

_ 

ySf, cr^ 

y, p-r? 



d3C>^ ffo 
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• ©DW (S)[F 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

r “t 

Cooper Distributing Co., Inc. 

3205 North Wells Street 
Fort Wayne, Indiana 46808 

L J 


origiljal b-9364 

PURCHASE ORDER NQ, . ^ . iT 

Tnis number must appear on each pack¬ 
age. packing slip, invoice, bill of lading, 
express receipt and correspondence. 

October 51. 1977 


SHIP TO — 

Water Maintenance & Service Dept, 
415 East Wa1 lace Street 
Fort Wayne, Indiana 46803 


MAIL ALL 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 



NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 




CONDITIONS ON REVERSE 


/ 

























Date_ 




5 / /^/yy 


City Utilities 3^rs 7?. 

PURCHASE REQUISITION J 


Please order the foUovnng Material for Delivery as Specified: 






































Bid No. 447 - 150 Fire Hydrants (1978 Requirements) 

Bid Opened Wednesday October 19, 1977 at 11:00 A.M., 


Vendor 

Brand/Type 

Unit Price 

Treaty Company 

* Mueller A-414 

$322.24 ea. 

Cooper Distributing 

Waterous WB-67 

324.00 ea. 

E. & H. Uti1ities 

Waterous WB-67 

336.00 ea. 

Amer. Cast Iron 

Amer. Darling B62B 

353.32 ea. 

Kennedy Valve 

Kennedy K-10B 

369.91 ea. 

Clow Corp. 

Eddy Break F2640 

487,00 ea. 


* Replaces Mueller A-419 


Est. Total 

Parts Disc. 

Delivery 

Terms 

$48,336.00 

- 0 - 

12-16 wks. 

2% 10th Prox, 
Net 30 days 

48,600.00 

- 5% - 

30 days 

Net 30 days ■ 

50,400.00 

- \Q)% - 

(Not stated) 

Net 30 days 

52,998.00 

- 0 - 

90 days 

Net 30 days 

55,486.50 

- 10^ - 

90 days 

2% 10 days 

73,050.00 

- 0 - 

(Not stated) 

Net 30 days 


A. C. Lord 
10/31/77 










Greenville. Ohio 45331 —P.O.BOX 40 PHONE (513) 548-2181 . 



blerioi/ 


Dayton, Ohio 45403 — 1049 Springfield St. PHONE (513) 253-8116 
(Toledo) Perrysburg, Ohio 43551 — Cor. Eckel & Eckel Jet. Rds. PHONE (419) 874-312 
Ft. Wayne, Indiana 46808 - 4020 Wells St. PHONE (219) 484-0739 
Indianapolis, Indiana 46219—7281 Easl Thirtieth St. PHONE (317) 545-6088 


October 21, 1977 


Mr. Alan Lord 
City of Fort Wayne 
Purchasing Department 
City Building 
Fort Wayne, Indiana 


Re: Fort Wayne Fire Hydrants 
Bid Reference, 447, 


Dear Mr. Lord: 

We are submitting this letter in order to clarify any 
misunderstanding which might exist in reference to our fire 
hydrant bid. Our price for hydrants is firm for acceptaneg 
by April 1, 1978, for shipment during the year of 1978. Your 
bid reflects our estimated usage of 150 units. If you would 
place an order for these 150 units with releases scheduled 
for various dates in 1978, our contract price would prevail 
on all hydrants. If, however, you would not place the order 
after the date shown, it would be subject to any increase the 
manufacturer might put into effect. 

Our suggestion is to order 200 units now and release them 
based on your need and delivery dates as outlined by our local 
office. 

Thank you in advance for your consideration on this matter. 
Verv trulv vours, - ■ . 



iiECEiVED 
purchasing dept 

AM OCrg'7|3?7 


President 


cc 


Bud Henke 


RHL:ma 




k 




October 13, 1977 



TRSAtEY COE4PA25Y 
Box 40 

Greenville, OH 45331 

■ . ■ . .. ■- \ 

city of Fort vJayne,. Indiauia . 
Hydrant Haquirements ' 

Bids October 19, 1977 
Mneller Quotation Ho, 1736 


Tbis confirms our phone conversation of October 12 at \vxiicn 
time we advised a discount of 36% would be authorized, on 
City of Fort Wayne hydrant requirements for those orders . 

placed no later th an April 1, 197B. 

We understand that there are an estimated reguireiuant of 
150 5-1/4" A-414 Standard Traffic Model Hydrants, 5’6” bury, 
with 6" mechanical joint inlet. 

In pricing the above hydrants please use the price of -the 
A-24007 Standard adding $12.38 to trade price for traffic 
features 1 =^ • ' 

With reference to repair parts no price protection is offered 
and prices in effect at time of your order placement would 
apply. We are attaching copy of a parts list for this 
hydrant. ^ - 

Usual cash terms will apply v/ith full freight allowed to 
Fort Wayne, and whan placing your orders please refer to this 
quotation. ' - ■’ - 

Yours very truly, 

MDSLIxER CO. 


Attention: Mr. Jim Williams 

Re: 


Dear Jim: 


BSS/brc 


Attached 

I 

cc/ Mr. Herman NiehauS^' 
Mr. Dave Resler 
Mr. G. W. Piper 


Shafer 




SR-7-157 


i-..- CITY OF FORT WAYNE 

t DEPARTMEtSTT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 

DfVrrATION 


. 0 «»tettoM »iu>U la«lod» .U duLrrm jar J.Hwt. t 


. ^ Mrm rouT nsir m 


•MaU .a midSm ua 


A. n. Lord 425-7037 
Room '470, -Number One Main St., 


DEPARTMENT OF PURCHASES 
Ft, Wayne, Ind. 46802 


rsqd^Ijo fob dsliveby foT 

Water Maintenance & Service Dept. 


445 East V/allace Street 
Fort Wavne. Indiana 468Q5.. 



RETURN ORIGINAL TO THE CITY-—RETAIN DUPLICATE COPY FOR YOUR FILE 
n-A Wednesday, October 19, 1977 at T1:00A,M. 


T JlX 53 » TZ 3 OTT IS S 


TAX EXEMPT (Unlaaa othersme indicated) 



rmU 

KamWa. S.»»Um. Xtadvm ' <• SwricM 


.. 



FIRE HYDRANTS - 1978 Requirements • 





Estimated usage for January 1, 19,78 thru December 31, 1978 





The enclosed Non-Collusion Affidavit must Be properly executed 
and returned as part of your bid. 





Vie require a guaranteed firm price for the period January^ 1, 197 
thru December 31, 1978 and delivery to our yard within 3Q days 
notification of release. This will not be a one time purchase. 
It Is anticipated that release quantities will be 25 to 30 
hydrants per release. 

3 




Your parts list, with discounts, must accompany your bid. 





A Blanket Purchase Order will be...issued to the successful 
company, after necessary CounciImanic. Approva1, and the. 
hydrants are to be delivered only upon issuance of departmenta1 
purchase orders. . .. 


- : 


„ Psrforajmac* Boisd Z3 


Bid 3or4 0 □ -i-— 

Em iaatmtim ItM ii<K 1* cn rrrm. tidm bamoi. 

cash discoont iJ paid within T" ,. days from delivery and acceptance of gocda or completioB of zenieta, 
PROPOSAL OR BID 

tw bUa'ua nMwt «s all eenUtleaa OMncrf. t!i. vaciani^rMd cSm mi a«rM. If tUa bU W aaii wW a A arieUa • tmhiiuMi 
__ Hril ti. Itam* or TmUcr m 4 rorin* njwn srtm ai. vaottd, t» a.ooard*j>r* irtti tS« .ooijria* u4 e« tJk. 

b^lirerj of any or all of the iteins or completion of Bervicea Indicated shall be made withir^fidayd frohi receipt of orderti 
IMPORTANT gs?" ** *• ’’'^= *' v-id..* 

'^jyiERics^^iSA^iNG valve:') V-v^’/ 

A ■Division o:^ Amer;ican Cast Iron Pipe 


r 


1 Division of Amer;i 


.'Treasurer 




J 


Birntingham, Ala. 















































FIRK HYOKANY SP!-:CIFrCA?IO?:S ' 

Section I> - Fire Hydrants (ilains) 

Fire hydrants used' in the construction of-water wains shall 
be of the traffic type and shall be made in accordance with the - 
latest revisions of the American Water vrorhs Association Standards, 
designation C502J shall have a six (6) inch mechanical joint bell 
inlet at the base and all jointing accessories in accordance with 
Section A-4a of these- standards; shall open by turning left 
(counter cibekwisa)j shall have a minimum valve opening, of five _ 

(5) inches; shall be equipped with 0-ring'packing, on©rand one-half 

(1-1/2) inch pentagon operating nut, one four and one-half (4-1/2^) 
inch pumper and two (2) two and one-half (2-1/2) inch hose connoc—- 
tions, all on the plane, and having National Standard Fire Hose 
threads of four (4) threads and seven and one-half (7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow. ^ 

The fire hydrant barrels shall be of sufficient length ao as 
to connect T^ith the hydrant leg, attached to the x/ater main, and 
so the ground line flange is not less than tx^o (2) inches or more 
than six (6) inches above, the finished grade of the adjacent area.- 
Kach fire hydrant shall be installed x-rith a six: (6) inch 
mechanical joint valve between it and" the main to x,?hich it is 
connected. There shall be a tx^enty four (24) inch nipple of six 

(6) inch pipe betx/een the valve and the hydrant. The follox,?ing 
f.lre liydrants, or approved equals, are the only fire hydrants 
v/hich will be accepted for use in connection with water main 


installations t 




BRAND NA.ME: 


CATALOG NO, 


Kennedy 

K-lOB 

American - Darling 

B-62B 

Traverse City 

H-l-M 

Waterous 

WB-67 

Mueiler 

A-419 


Es Imated Usage - 150 

Hydrant Traffic Type 5’ 6” Bury..,..... $ 353.32 

Add or Deduct for each 6” variation In trench depth..... $ 6.42 

Percentage of discount from included parts list........ $ None 












'.Z. CITY OF FORT WAYNE 

DEPABrmENT OF PURCHASES 
Number One Main St,, Ft. Wayna, Ind. 

PTyrrATtON 

toOcm^mm tM td 


46802 



... f A. C. Lord 425--7057 DEPARTMENT OP PURCHASES 
Room -470, Number One Main St., Ft. Wayne, Ind. 46802 


aEQinESD FOB DSLTVEaY TO; • 

Uepartaaent 

or Water Malntenanr a f. Service 


445 East Wallace Street 
Fort Wavne. Ind Tana— 



Address _ 

RETORN OEIGIItAL TO THE CrrY—RETAIN DUPUCATB COPY FOR YOXJB FILE 

aoainsr Wednesday, October 19, 1977 at T1:0QA,M. 

Hme of Bids— , ----— - . . 


y >xiM- if jr a IS ■ 'ip"i M m m VSOM yrfr.tvit XND INDXAHA 8TA TX SA 

pbicm ssqxtlo nottncutoxtbess t aj tkl 


nroXANA STAT* SAXXS TAX THS CrTTS. PTOIAXA.aAIja TAX TX T fn KM ^ 


TAX EXEMPT (Unless otherwise indicated) 


• V» BUter 10 a 


TIRE HYDRANTS - 1978 Requirements 

Estimated usage for January 1, 1978 thru December 31, 1978 

The encloS' d Non-Collusion Affidavit must be properly executed 
and returned as part of your bid. 

We require a guaranteed firm price for the period January^ 1, 397 
thru December 31, 1978 and delivery to our yard within 3Q days 
notification of release. This will not be a onetime purchase. 
It is anticipated that release quantities will be 25 to 30 
hydrants per release. 

Your parts list, with discounts, must accompany your bid. 

A Blanket Purchase Order will be..-lssued to the successful 
company, after necessary Counci 1manic. Approval, and the 
hydrants are to be delivered only upon issuance of departmental 
purchase orders. ' 


Bid E<«d 


. Perforaaae* Bond Z 3 


Te:?xa 


caah discount if paid within— 


dayA from delivery and acceptance of gooda or completioa. of aervieea. 


PROPOSAL OR BID 


Delivery pi any or all of the items or Completion of services indicated shall be made within-..days from receipt of order*^ 

IMPORTANT 7Sr ^ - ia a. ...rt a u t. 

r 1 


Clow Corporation. 




^TCOI tt. c;. TT Morth 1 


South Bend, Ind- 


10-17-7 














































FIRK HYDRAMT SPKCIFICATIO?;S 
Section I) - Fire Hydrants (Hains) 

Fire hydrants used in the construction of-water xaains shalX 
be of the traffic type and shall be made in accordance with the 
latest revisions of the American Water Xiorks Association Stemdards^ 
designation C502J shall have a six (6) inch mechanical joint bell 
inlet at the base and all jointing accessories in accordance with 
Section A-4a of these standards; shall open by turning left 
(counter clockx^ise); shall have a minimum valve opening of five . . 

(5) inches; shall be equipped with O-ring packing, one and one-half 

(1-1/2) inch pentagon operating nut, one four and one—half (4—1/2) 
inch pumper and two (2) tx/o and one-half (2-1/2) inch hose connoe—- 
tions, all on the plane, and having National Standard Fire Nose . 
threads of four (4) threads and seven and one-half (7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow. » • 

.. The fire hydrant barrels shall be of sufficient length ao as 
to connect with the hydrant leg, attached to the x/ater main, and 
so the ground line flange is not less than txi»o (2) inches or more 
t)ian six (6) inches above, the finished grade of 'the adjacent area. - 
Fach fire hydrant shall be installed X\;ith a six (6) inch 
mechanical joint valve between it and the main to xv^hich it is 
connected. There shall be a tx^enty four (24) inch nipple of six 

(6) inch pipe betx/een the valve and the hydrant. The follox'^ing 
fire liydrants, or approved equals, are the only fire hydrants 
v/hich will be accepted for use in connection with water main 


installations 



BRAND NAME: 


CATALOG NO. 


Pas® 5 of 7 


Kennedy 

American - Darling 
Traverse City 
Waterous 
Mueller 


Estimated Usage - 150 ' 

Hydrant Traffic Type 5» 6” Bury...... $ 4^.00 

Add or Deduct for each 6” variation In trench depth.. $ 0, 00 

Percentage of discount from included parts list....... $ None 


Note: Our bid is based on furnishing the F-2640 Eddy Break 

Flange Hydrant, If not acceptable, prices do not apply. 


K-lOB 

B-62B 

H-1-M 

WB-67 

A-419 


es 











or»za 


- CITY OF FOKT WAYNE 

DEPABTMENT OF PURCHASES 
Number One Main St,, Ft, Wayne,. Ind. 46802 
INVITATION 

i««t to &• «>dWowi M t!>« nrmna htrtoi, kt* «n» t!i» foUwrlTijt IM ©* 

tot imrir—pMl or » > rH BMt for tto Jt ia oi lMoot *• to o n t tooto. with iMwiy to 
»j »So»t»n t i l oir. Ooototloao itoM Indoto mil ek»rr*» tof AdAr» i« joar roptf »* 


A. C. Lord 425^7037 


DEPARTMENT OF PURCHASES 
f, Wayne, Ind, 46802 


REQUIRED FOR DELIVERY TO: • 


Department 

nr- Tlioinin-n 

Water Maintenance & Service Deot. 



445 East Wa11 ace Street 


Address 

.E-OLt-yjayns. Indlaxia 4 ^ 903 —--— 



1 


Page_ 

Eef. No, 447 

Data __ 


Data wanted . 


Fund 

Appropriatioii No. ^ 


RETURN ORIGINAL TO THE CrTT—RETAIN DUPLICAIE COPY FOB YOUR FILE 
§m?of Wednesday, October 19, 1977 at T1:00A.M. 


TAZ EXEMPT (Unless otherwise indicated) 


FIRE HYDRANTS - 1978 Requirements 


Estimated usage for January 1, 19.78 thru December 31, 1978 

The enclosed Non-Collusion Affidavit must be properly executed 
and returned as part of your bid. 

We require a guaranteed firm price for the period January^ 3, 1973 
thru December 31, 1978 and delivery to our yard v/ithiri 30 days 
notification of release. This will not be a onetime purchase. 

It is anticipated that release quantities will be 25 to 30 
hydrants per release. 

Your parts list, with discounts, must accompany your bid, 

A Blanket Purchase Order will be...issued to the successful 
company, after necessary CounciImanic Approval, and the 
hydrants are to be delivered only upon issuance of departmental 
purchase orders. 


Bid Bond reqsii^ EJ □ -^-Perfonawict Send a ‘ □ ------- 

B»* Isytoaetfo, ibm 1* on nrrrr*, tli* 

Teri23_S__% cash discount if paid within.,^_^ya from delivery and acceptance of grooda or completion of services, 

PROPOSAL OR BID 


Delivery of any or all of the items or Completion of services indicated shall be made within^Pdaya from receipt of order* 

TMPn'R.TANT ^ !=jl» l>* » <iwI<Unjr fwter la tS, jkwnHl it !a Ss 

(— I 

" ■■ ' of Cc ' ' 


L_ 


J 




ITk.A. 









































FIKK HYDRANT SPKCIFICAglO^TS 
Section I) - Fire Hydrants (ilai'ns) 

Fire hydrants used in the construction of-water mains shall 
be of the traffic type and shall be made in accordance with the 
latest revisions of tho American Water V^orks Association Standards^ 
designation C502* shall have a six (6) inch mechanical joint bell 
inlet at the base and all jointing accessories in accordance with 
Section A-4a of these standards; shall open by turning left 
(counter clockwise); shall have a minimum valve opening of five 
(5) inches; shall be equipped with O-ring packing^ one:and one-half 
(1-1/2) inch pentagon ojjerating nut, one four and one-half (4-1/2) 
inch pumper and two (2) two and one-half (2-1/2) inch hose connec¬ 
tions, all on the plane, and having National Standard Fire Hose 
threads of four (4) threads and seven a-.d one-half (7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow, - * • 

. The fire hydrant barrels shall be of sufficient length ao as 
to connect with the hydrant leg, attached to the water main, and 
so the ground line flange is not less than two (2) inches or more . 
t)ian six (6) inches above, the finished grade of the adjacent area. 

Hach fire hydrant shall be installed with a six (6) inch 
mechanical joint valve between it -and the main to which it is 
connected. 'fhere shall be a twenty four (24) inch nipple of six 
(6) inch pipe between the valve and the hydrant. The folloX'^ing 
fire hydrants, or approved equals, are the only fire hydrants 
■ v/hich will be accepted for use in connection with water main 


installatio! 



BRAND NAME: 


CATALOG NO. 


Kennedy K-lOB 
American - Darling B-62B 
Traverse City H-l-M 
Waterous WB-67 
Mueller A-419 


Estimated Usage - 150 

Hydrant Traffic Type 5’ 6" Bury......... S 3Qo 

Add or Deduct for each 6" variation in trench depth,..r . $ (o , 

Percentage of discount from included parts list...... $ $ 











CITY OF FORT WAYNE 

’ ■ / DEPARTMENT OF PURCHASES 

^ £ Number One Main St.,, Ft. Wayne, Ind. 46002 

INVrrATION 

at, uo m tb. toOamHg lU e< 

It u iiiMitloa.1. w<ti> lUll TWTr ta AwtlsMi.* 
H eluuTX far <l.<t>wT. Ti*eMa«. »t» . !a ndrit too* r»ply 


•bbul lO] nviUm aai 


A. C. Lord 425-7057 


DEPARTMENT OP PURCHASES 


Room 470, Number One Main St., Ft. Wayne, Ind. 46802 


REQUERSD FOB DSLIVSRY TO; 

Depaxtaifint 


Water Maintenance & Service DffPt. 


445 East Wa11 ace Street 
Address Fort W avne. Indiana 46803 



BETXJBN ORIGINAL TO TEE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE - 
Tt;^. Wednesday, October 19, 1977 at T1:00A.M. 

TAXESi rac crrr is macrr tbom rmnui. rsass and Indiana btxts salxs tax, tsoi crrrs Indiana xax xasaman 

CSSSZn- AX3Nin<BJSL13NO.U«OAPBICX3SaOtJU}MOTlNCXDDXTaXSZ TAXE&. Sm ‘TaMMUteu t* Na. 1« cs twnnm hmUimtStmH 

TAX EXEMPT (Unless Otherwise mdicatad) 



FIRE HYDRANTS - 1978 Requirements 


Estimated usage for January 1, 1978 thru December 31, 1978 

The enclosed Non-Collusion Affidavit must be properly executed 
and returned as part of your bid. 

We require a guaranteed firm price for the period January^ I, 1973 
thru December 31, 1978 and delivery to our yard within 3Q days 
notification of release. This will not be a onetime purchase. 

It is anticipated that release quantities will be 25 to 30 
hydrants per release. 

Your parts list, with discounts, must accompany your bid, 

A Blanket Purchase Order will be^.issued to the successful 
company, after necessary CouncIImanic. Approve I, and the 
hydrants are to be delivered only upon Issuance of departmentaI 
purchase orders. v . • 


Bid Bond jtw juI: '*! □ 


□ 


maae* Bnud. O 


Teipra—021:-% cash discomt if r-sod within-.30—(jays from delivery and acceptance of spooda or completion of services. 

proposal or bid ^ ~ 

; 


lb* jU 


V lurttJiJAam f»r 


Delivery of any or all of the items or Completion of services Indicated shall be made wi thin , from receipt of ordsr*^ 

IMPORTANT if “*• •‘»»»^ eta. • ■ ■ 

r 


!_■ 



Wheaton, IL 60187 


Vice.Pres 


10/18/77 















































FiKK iiYDUAUT sp;;ciriCA?io?:s 

Section 0 - Fire Hydrants (Hains) 

Fire hydrants used in the construction of vater mains shalL 
be of the traffic type and shall be made in accordance with the 
latest revisions of the American Water Works Association Standard.s, 
designation C502J shall have a six ^6) inch mechanical joint bell, 
inlot at the base and all jointing accessories in accordance with 
Section A-4a of these standards; shall open by turning left 
(counter clbekwisa); shall have a minimum valve opening of five „ 

(5) inches; shall be equipped with O-ring packing, one ■'and one-half 

(1-1/2) inch pentagon operating nut, one four and, one-half (4—1/2) 
incli pumper and two (2) two and one-half (2-1/2) inch hose connec¬ 
tions, all on the plane, and having national Standard Fire Hose 
threads of four (4) threads and seven and one-half (7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow. . 

. Tho fire hydrant barrels shall be of sufficient length ao as 
to connect \/lth the hydrant leg, attached to the water main, and 
so the ground line flange is not less than two (2) inches or more 
than six (6) inches above, the finished grade of the adjacent area-" 
Each fire hydrant shall be installed with a six (6) inch 
mechanical joint valve between it and the main to xj^hich it is 
connected. There shall be a tx-yenty four (24) inch nipple of six 

(6) inch pipe betx/een the valve and the hydrant. The follox^ing 
f.lre liydrants, or approved equals, are the only fire hydrants 
v/hich xvill be accepted for use in connection with water main 


in.s tall at ions: 



BRAND NAME: 


CATALOG NO. 


Kennedy K-lOB 
American - Darling B-62B 
Traverse City H-l-M 
Waterous WB-67 
Mueller A-419 


Estimated Usage - 150 

We are bidding on the Waterous WB-67' 

Hydrant Traffic Type 5’ 6" Bury. 

Add or Deduct for each 6" variation In trench depth 
Percentage of discount from included parts list,r«. 


I 

! 

.. $ 336.00/ea 

- S 6.95/6” 

$ 10% 


$ 


Alternate bid on shipments of 60 or more 
hydrants at a time.. 


322.00/ei 













rorfM ». 


- CITY OF FORT WAYNE 

DEPAETMENT OF PURCHASES 
Nunbar One Main St, , Ft , Wayne, Ind, 46802 
INVITATION 

Mfc te ttw w i IWm i tm. t&* hMwat, Bi* oa the foUawhiv tM ct 

ilu, iTTiiBlIia HTTi;——* o* •'mylam, tar Xh» imemxwmmU »» with to 

A <iit r »n your nstf~^~ 


A. G. Lord A23-1QYI DEPARTMENT OF PURCHASES 
Rqoflr '470, Number One Main St,, Ft, Waynaj Ind, 46802 


RSQUmED FOR DSLIYEBY TO: 

D<part3ieB± 

or 'nit riaimt Watf>r Maintenance & Service Deot. 


445 East Wallace Street 

Address _fjoct ,..Wa.vns,..„, J .4^SQ5,., 



EETUBN OBIGINAl. TO THE CrTY—BETAIN DUPLICATE COPY FOB YOUB FILE 
Wednesday, October 19, 1977 at T1;00A.M. 

r ratni rsosauu. zxon and nro unx s tatu SAtss tax thb arm Indiana SAUa tax 
..— paicxa SHOnU Norcicunix rsasa ta x i s. Sm ‘TiumwleM t, Bi<Ui,r*~ N*. lO <» rmn, 
TAX EXEMPT (Unless otherwise indicated) 


FIRE HYDRANTS - 1978 Requirements 

Estimated usage"for January 1, 1978 thru December 31, 1973 

The enclosed Non-Collusion Affidavit must be properly executed 
and returned as part of your bid. 

We require a guaranteed firm price for the period January^ 1, 3978 
thru December 31, 1978 and delivery to our yard within 3Q days ' 
notification of release- This wiI I not be a one time purchase. 

. It is anticipated that release quantities will be 25 to 30 
hydrants per release. 

Your parts list, with discounts, must accompany your bid. 

A Blanket Purchase Order will be^.issued to the successful 
company, after necessary Cbunc11manic Approval, and the 
hydrants are to be delivered only upon issuance of depaH-mentaI 
purchase orders. . 


Bid Besd r»<pnr»d EJ □ _;___Pepforat»ae» Bond 13 Q __ 

8m laMviMttm Itm If,, IS e« t r twM iSd* WW. 

Tex;rz3 -£—% cash discotmt If paid within , 10 from delivery and acceptance of srooda or completion of services. 

' PROPOSAL OR BID ^ 


r 


Delivery of any or all of the itema or tompletion of services Indicated shall be made withiT^Q,.day3 from receipt of crder'TE 
IMPORTANT 

BIxb Nw i 

’ " „Inc, 


Kejutedy Valve Mfg. Co. , 


L' 


Water Street 


Elmira, New York 14902 

















































FIRK ItYDKAMY SP!:CirXCA?IO>:S 
Section » - Fire Hydrants (Rains) 


Pago 



Fire hydrants used in the construction of water rtains shall 
be of the traffic type and shall be made in accordance with the 
latest revisions of the Aiaorican Water X^orks Association Standards, 
designation C502J shall have a six (6) inch nechanical joint bell 
inlet at the base and all jointing accessories in accordance with • 
Section A-4a of these standardsy shall open by turning left 
(counter clockwise); shall have a mininura valve opening of five . 

(5) inches; shall be equipped with O-ring packing, one and one-half 
(1-1/2) inch pentagon operating nut, one four and one-half (4-1/2) 
inch pumper and two (2) ti/o and one-half (2-1/2) inch hose connec¬ 
tions, all on the plane, and having Wational Standard Fire hose 
threads of four (4) threads and seven and one-half (7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow. 

The fire hydrant barrels shall be of sufficient length ao as 
to connect with the hydrant leg, attached to the water main, and 
so the ground line flange is not less than two (2) inches or more 
tlian six (6) inches above, the finished grade of the adjacent area,-- 

Kach fire hydrant shall be installed v/ith a six (6) inch 
mechanical joint valve between it and the main to which it is 
connected. There shall bo a twenty four (24) inch nipple of six 

(6) inch pipe between the valve and the hydrant. The following 
fire liydrants, or approved equals, are t’le only fire hydrants 
v/hich will be accepted for use in connection with water main 
installations I 




BRAND NAME: 

Kennedy 

American - Darling 
Traversa City 
Waterous 
Mueller 


CATALOG NO. 

K-10B 

B-62B 

H-l-M 

WB-67 

A-419 


Estimated Usage - 150 

Hydrant Traffic Type 5’ 6” Bury. 

Add or Deduct for each 6" variation In trench depth, 

Percentage of discount from Included parts list.- 

SEE DRAWING D-80341-FWI ATTACHED. 


S 369.91 


$ 

8.10 

$ 

10 % . 










CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft, Wayne, Ind, 46802 
INVrrATION 

Qoote«ic»m ta tiM wsdJtiM, oa U>, rmn, h»nU. kn MqnMUd <m til* {oUcwhv IM ot 

tatiMtiMU, tagtU**, . t ii U, i,,t o* »«rrl im. tar t2tm m mwitVfMl. <l«ll>*fT to 

a* »Eo«»a htlarm. OottlailoitM iKiill la«lod» jJl ehjJ r** tor d»ltT*rr. T^tidax, »ta . ft ii1-»ii jmir r<TilT »■ 

A. C. Lord 423-7037 DEPARTMENT OF PURCHASES 
Room '470, Number One Main St,, Ft, Wayne, Ind, 46802 


ESQUIBSD FOR DELIVEaY TO: . 

Departmant 

or "ni viEinn Water Maintenance & Service Deot. 


445 East Wallace Street 
Address_ Fort Wavne. Indiana 46805 


■ 1 


Pasra. 

Eef. No^_ 4£L 
Data— 


. <it—Z 


Data waatad . 


Fund 

Appropriatioa NoL. 


RETURN ORIGINAL TO THE CTTr—RETAIN DUPLICATE COPY FOR YOUR FILS 

Km^of Wednesday, October 19, 1977 at T 1:00A.M. __ ■ 

TAJCHHf THS cmr 13 ZXSSOT TBOlt FSOSSAt. 13,033 AJTO DTOI AMA ST ATS SAIJO TAX THS OrTS GIBIAKA SAtS* TAX XXSSlf 
CiSTITICATS mniBSI 13 MO. UIU. PRICXS SSOXStO NOT XSOUVS THE33 TAXES. ^ *Ts*tR»<i<M, ta Bl i M wr * " No, 1« cm rt rmt lurwei i 

TAX KSBMPT (Unless otiierwisa indicated) 


KalwiU,. 3«,rilm. *» 5»rH«m 


FIRE HYDRANTS - 1978 Requirements • 

Estimated usage for January I, 1978 thru December 31, 1978 

The enclosed Non-Collusion Affidavit must be properly executed 
and returned as part of your bid, 

V/e require a guaranteed firm price for the period January^ 1, 19718 
thru December 31, 1978 and delivery to our yard witfiTri days 
notification of release. This will not be a onetime purchase. 

It is anticipated that release quantities will be 25 to 30 
hydrants per release. 

Your parts list, with discounts, must accompany your bid, 

A Blanket Purchase Order will be..issued to the successful 
company, after necessary CounciImanic Approval, and the ■ 
hydrants are to be delivered only upon issuance of.dspartmentaI 
purchase orders. . ‘ ‘ 


_ Perforta»ae» Boad 


Sm bulraetioo Itma Ms, H ci 

i C33h discount if paid •mfchin_days from delivery and acceptance of sroods or completion of services. 


PROPOSAL OR BID 

, j aU eoaditioaL» th#r*c{, 

09 Tjod^r cpoa wbj«^ prim* a: 

Delt/ery of any or all of the items or completion of services indicated shall be made within—days from receipt of order” 
IMPORTANT f«■* *« * »»»ri ct v, ore**, it U ta»>rtMt timt bi At ,,, 

j— ' —J Dr* Sw*i 

Company/Municip^ Divisioi 




. President 




4020 Wells street 











































FIRK HYDUAMT SPi:CIFICA?IO?;S 
Section O - Fire Hydrants Clains) 

Fire hydrants used in the construction of water mains shall 
be of the traffic type and shall be made in accordance with the 
latest revisions of the American Water V/orks Association Standard. 3 ^ 
designation C502} shall have a six (6) inch mechanical joint bell 
inlet at the base and all jpiiting accessories in accordance with 
Section A~4a of these standard,s; shall open by turning left 
(counter clockwise)i shall have a minimum valve opening of five . 

(5) inches; shall be equipped with O-ring packing, one'and one—half 

(1-1/2) inch pentagon operating nut, one four and one-half (4—l/2> 
inch pumper and two (2) two and one-half (2-1/2) inch, hose connec¬ 
tions, all. on the plane, and having National Standard Fire Hose- 
threads of four (4) threads and seven and one-half (7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow. . • 

.. TIjq fire hydrant barrels shall be of sufficient length no as 
to connect with the hydrant leg, attached to the water main, and 
so tlie ground line flange is not less than two (2) inches or more 
than six (6) inches above, the finished grade of the adjacent area- ■ 
Kach fire hydrant shall be installed with a six- (6) inch 
mechanical joint valve between it and the main to which it is 
connected. There shall bo a twenty four (24) inch, nipple of six 

(6) inch pipe between the valve and the hydrant. T^he following- 
f.i.re hydrants, or approved equals, are the only fire hydrants 

'v/liich will be accepted for use in connection with v/ater main 


tallations : 



BRAND NAME: 


CATALOG NO. 


Kennedy K-10B 
American - Darling B-62B 
Traverse City H-1-M 



Estimated Usage - 150 

Hydrant Traffic Type 5» 6" Bury......,.,.. $ 322.24 

Add or Deduct for each 6” variation in trench depth...,,,,.,.,,.. $ 6.83 

Percentage of discount from included parts fist,... $ p 


Terms: 2% loth Prox, Net 30 days. 

Note: Our prices firm through April 1, 1978. Subject to re-negotiation 

after this date. 

Prices on parts are those in effect at time of shipment. 

Delivery: 12 to 16 weeks after receipt of order. 











RiHy'f^^erence No. 447' 

Date October 19, 1977 

tire Hydrants (W.M. & S.) 

Vendors Name & Address 

Cards Mailed 

Bids Picked Up 

Bids Mailed 

Kennedy Valve 

1021 /S. Water Street 

Elmira, Ndw York 



Sept. 28,' 1977 

Traverse City Iron Works 

P.O. Box 848 

Traverse City , Michigan 



Sept. 28, 1977 

Waterous Mfg. Company 

300 John E. Carrol Avenue 

South St. Paul, Minnesota 



Sept. 28, 1977 

Clow Corporation 

51591 U. S. 31 North 

South Bend, Indiana 



Sept. 28, 1977 

Tri State Plumbing 

1120 Taylor Street 

Sept. 28, 1977 



Cooper Distributing ■ 

3205 N. Wei Is Street 

Sept. 28, 1977 



Treaty Company 

4020 Wei Is Street 

Sept. 28, 1977 

jfc/7^ 


Traverse City Iron Works 

11861 Cottage Grove Ave. 

Chicago, Ml. 60628 

i 


Sept. 28, 1977 

American Cast iron Pipe Co. 

Suite 201 Cherry Creek Office Bldg 
2711 W. 183rd Street 

Homewood, Illinois 60430 

i 

1 . 

. 


Isept. 28, 1977 

Dresser Mfg. Div. 

-Dresser Industries Inc. 

Bradford, Pa. 

1 

i 

I 

jSept. 28, 1977 

C ^^/ p.,. J r^cl: 7^^ 

i ! 

j “ » 

i 

s .. 










































447 


cjnce No. 

October 19, 1977 


Cards Mailed 


Bids Picked Up 


Bids Mailed 


Vendors Name & Address 


Water Works Supplies Inc. 
P.O. Box'291000 
Cumberland, Indiana 46229 


9-28-77 































special ordinance - CITY UTILITIES BLANKET PURCHASE ORDER NO. B-9364 
COOPER DISTRIBUTING CO, 


TITLE OF ORDINANCE ______ 

DEPARTMENT REQUESTING ORDINANCE _ BOARD OF PUBLIC WORKS 

^SYNOPSIS OF ORDINANCE CITY UTILITIES BLANKET PURCHASE ORDER NO. B-9364 - COOPER DTSTRTRTTTTN tL 
CO. IN THE ESTIMATED AMOUNT OF $48.600.00 (BID NO. 447^ 

FOR THE PURCHASE OF 150 FIRE HYDRANTS (1978 REQUIREMENTS^] 


7 


7 


(SEE MEMORANDUM AND PURCHASE ORDER ATTACHED) 


EFFECT OF PASSAGE 1Q7R REQUIREMENTS POR FTRF , H V P RAN TS FOR WATER MAINTENANGF. R REKVTCE_ 


EFFECT OF NON-PASSAGE SELF-EXPLANATORY 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) APPROXIMATE AMOUNT $48.600.00 
__ FROM CITY UTILITIES _ 


ASSIGNED TO COMMITTEE 
































